To:  Patrick,  Dwayne[Patrick. Dwayne@epa.gov];  Ortiz,  Diana[Ortiz. Diana@epa.gov] 

From:  Enders,  Jhana 

Sent:  Mon  8/17/2015  7:13:59  PM 

Subject:  FW:  Region  6 Environmental  Sensitivity  Maps 


FYI... should  have  put  you  on  concurrence  just  in  case.  Thanks. 


Jhana  Enders 

Federal  On  Scene  Coordinator  (FOSC) 

214-665-2270 , - 
214-789-9654' ' 
enders.jhana@epa.gov 
1445  Ross  Avenue  (65F-PE) 

Dallas,  Tx  75206 


From:  Enders,  Jhana 

Sent:  Saturday,  August  15,  2015  9:37  AM 

To:  Lane,  Leticia 

Subject:  Region  6 Environmental  Sensitivity  Maps 


Leticia, 

I’m  in  the  field  for  the  Gold  King  Mine  Spill  and  can’t  respond  to  this  request  right  now.  Didn’t 
want  it  to  sit  in  my  inbox.  Can  you  contact  him?  Thank  you. 


Jhana  Enders 

Federal  On  Scene  Coordinator  (FOSC) 

214-665-2270  . 

214-789-9654  • ■ 1 

1 w3L  pi  J 

enders  .jhana  aepa.gov 

1445  Ross  Avenue  (6SF-PE) 

X / 

Dallas.  Tx  75206 

From:  Caleb  King  fmailto:cking@wittobriens.coml 
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Sent:  Friday,  August  14,  2015  11:13  AM 
To:  Enders,  Jhana 

Subject:  Region  6 Environmental  Sensitivity  Maps 


Good  morning.  I’m  following  up  on  the  below  to  inquire  about  Environmental  Sensitivity 
Index/Maps  for  EPA  Region  6.  I have  the  information  for  the  coastal  region,  but  I’m 
particularly  looking  for  the  Mississippi  River  along  the  reaches  of  Arkansas  and 
Louisiana. 


Can  you  please  tell  me  how  I can  obtain  a copy  or  find  online  access  to  these  maps. 
Please  also  advise  if  this  has  not  been  mapped. 


This  information  will  be  very  helpful  in  developing  vulnerability  analysis  for  response 
plans  and  use  during  response  activity. 


Thank  you  in  advance  for  your  assistance. 


Caleb  T.  King  | Senior  Compliance  Consultant 

Witt  | O'Brien's 

Paducah,  KY 

c:  +1  (314)  563-1068 

www.wittobriens.com 

24  HR  Emergency:  +1  (985)781-0804 
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Nonresponsive 
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Nonresponsive 
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Nonresponsive 
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